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Good  light i2ig  increases  safety  as  well  as  comfort  and  convenience,  Jail- 
ing do;mstairs  in  the  dark  is  one  of  the  most  serious  home  accidents,  and  lirais- 
es  from  colliding  with  furniture  "because  of  insufficient  light  are  common, 

(iTame)      of  the    (State)    Ibctension  Service  calls  attention  to  a  new 
free  publication  of  the  U,  S,  Department  of  Agriculture,  on  electric  light  for 
the  farmstead,    The  publication  points  out,  among  many  other  things,  how  "better 
lighting  promotes  safety.    The  cover  of  the  bulletin  shows  how  the  yard  can  be 
lighted  adequately  by  means  of  a  light  on  a  high  pole  — -  one  effective  way  of 
keeping  out  prowlers  and  intruders.    Other  safety  measures  within  the  house 
are  also  suggested, 

For  stairway  lighting,  " three-waj^"  sv/itches  are  recommended,  so  that 
before  going  from  one  floor  to  another  in  either  direction,  the  path  ahead 
is  lighted  up.    It  is  easier  and  cheaper  in  the  long  run  to  install  enough 
switches  and  convenience  outlets  at  the  time  the  house  is  v;ired  than,  to  put 
them  in  later. 

There  should  be  a  switch  at  the  doorway  of  each  room.    Then  it  is 
possible  to  avoid  encounters  in  the  dark  with  large,  heavy  furniture. 

Here's  a  good  safetj"-  suggestion  along  this  line  for  bedrooms:  Place 

a  double  convenience  outlet  near  the  floor  close  to  the  head  of  the  bed.  You 

can  plug  in  a  light  for  reading  in  bed,  and  also  a  small  night  light  close  to 
the  floor.    A  seven-watt  bulb  used  in  this  fixture  is  so  small  its  light  need 
not  disturb  sleepers,  but  it  will  light  a  path  across  the  room  if  anyone 
needs  to  walk  about  at  night. 

Another  good  location  for  a  small  night  light  is  in  an  upstairs  hall. 
Except  for  such  night  lights,  other  dim  lights  are  not  recommended,  especially 
the  colored  ones  that  are  often  used.    The  cost  of  better  lighting  is  not  so 
high  as  it  used  to  be,  and  there  is  no  economy  in  having  poor  lights. 
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